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NHQ-5051/85 
29 April 1985 


STAT 


MEMORANDUM FOR: Chief, Operations Group 
Chief, Production Group 
Chief, Analysis Group 
Chief, Daily Reporting Division 
Chief, Near East/Asia Division 
SPC/Production Group 

Chief, Joint Publication Research Service 
Chief, Okinawa Bureau 
Chief, Hong Kong Bureau 
Chief, Seoul Bureau 


FROM: ^ I 

Senior Requirements Officer 
Liaison and Requirements Branch, E8PS 

SUBJECT: FBIS Collection Guidance No. 85-13: PRC: Electric 

Power-- Production and Transmission Capacities ! I STAT 


1. I am forwarding the attached collection guidance prepared by the 
DDI's Office of East /Vsian Analysis on Chinese electric power and 
transmission capacities. For internal contro l purposes the attachment is 
designated FBIS Collection Guidance No. 85-13. 


STAT 


2. This guidance is unclassified and may be released to JPRS 
contractors an d bureau mon itors. This guidance is scheduled to expire on 
31 March 1986. I ~ I ' 


STAT 


FOR THE DIRECTOR, FBIS: 


/SIGNED/ 

STAT 


Attachment: 
As stated 




n 
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STAT 

STAT 


SUBJECT: FBIS Collection Guidance No. 85-13: PRC: Electri c Power-- 


Production and Transmission Capacities 


DDS8T/FBIS/E§PS/Lr[ 


(26Apr85) 


Distribution: 

Orig. - LRB Requirements File, w/^t. 
1 - D/FBIS, Chrono, wo/att.^ 

1 - C/Ops, w/att. 

1 - C/Prod, w/att. 

1 - C/AG, w/att. 

1 - C/DRD, w/att. 

1 - SPC/Prod, w/att. 

1 - C/JPRS, w/att. 

1 - C/NEAD, w/att. 

1 - C/OW, w/att. 

1 - C/HK, w/att. 

1 - C/SK, w/att. 

1 - E8PS/Chrono, wo/att. 

1 - ^f^Q File, wo/att. 
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